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ACTION FBOE-OO 

INFO OCT-01 NEA-10 ISO-OO A-01 /012 W 

051897 

P 160532Z JUN 75 
FM AMEMBASSY KUWAIT 
TO SECSTATE WASHDC 3185 

UNCLAS KUWAIT 2545 

FOR A/FBO AND NEA/EX 

E.O. 11652: NA 
TAGS: ABLD, KU 

SUBJ: CONNECTION TO MUNICIPAL SEWER MAINS, PROPERTY NR: 02445 
REF: KUWAIT 2496 

1. KUWAIT HAS PREBIOUSLY OUTLINES SERIOUS PROBLEMS IN HANDLING 
SEWAGE IN COMPOUND. INCREASED STAFF HAS OVERTAXED SEWAGE LINES 
AND SEPTIC TANK CAPACITY TO POINT WE CAN NO LONGER KEEP UP WITH 
FLOW BY TRUCKING SEWAGE OUT OF COMPOUND. 

2. MUNICIPAL SEWER LINES IN IMMEDIATE VICINITY EMBASSY BECAME 
OPERATIONAL LAST MONTH. MIN OF PUBLIC WORKS HAS FURNISHED DESIGN 
FOR CONNECTION ALL EMBASSY SEWERS TO THEIR LINES, HOWEVER, WE 
ARE HAVING TECHNICAL PROBLEMS SINCE LINES FOR CHANDERY (02445-A) 
AMBASSADOR'S RESIDENCE (PWRRTAB) AND SWIMMING POOL TOILER FACILITIES 
(02445-C) ARE LOWER AT POINT WHERE THEY EMERGE FROM BUILDINS THAN 
THE NEW MUNICIPAL LINES IN THE STREET OUTSIDE THE COMPOUND WALL. 
CONNECTION OF THESE LINES WILL REQUIRE PUMPING FROM HOLDING TANKS 
USING PUMPS CAPABLE OF PUMPING SOLID AND LIQUID WASTE. WE ARE 
UNABLE TO OBTAIN DESIGN, SPECIFICATIONS, AND COST ESTIMATES FOR 
THESE LINES BEFORE END OF FISCAL YEAR. 

4. HOWEVER, WE HAVE OBTAINED COST ESTIMATES FOR CONNECTION OF 
STAFF APARTMENT BUILDING (02445AC), WAREHOUSE (02445-E), AND 
SERVANTS' QUARTERS (02445-D), TO MUNICIPAL SEWER USING 
GLAZED CERAMIC SEWER PIPE. CONNECTION OF THESE LINES WOULD 
PERMIT US TO CEASE USE OF ONE OF THE MOST TROUBLESOME SEPTIC 
UNCLASSIFIED 
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TANKS WHICH MUST NOW BE PUMPED DAILY BY TRUCK. 
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5. COST ESTIMATE IS $5300. EMBASSY IS PREPARED TO OBLIGATE 
FUNDS PRIOR TO 30 JUNE. 

6. IF FUNDS AVAILABLE, WOULD APPREICATE BEING ABLE TO ACCOMPLISH 
THIS PROJECT ASAP TO ELIMINATE BACK-UP, ODOR, AND HEALTH PROBLEMS 
FROM CENTER OF EMBASSY COMPOUND. 

7. MINOR IMPROVEMENT REQUEST FOR CONNECTION OF REMAINING BUILDINGS 
REFERRED TO IN PARA 2, WILL BE SUBMITTED AS SOON AS ENGINEER CAN 
SUBMIT DESIGN AND SPECIFICATIONS. 

8. AN ASSISTANCE WILL BE APPRECIATED. 

MAU 
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